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New Demo Room for 
customers and employees 


When you visit our Research and 
Training facility in Minden, Nevada, 
you will now notice two large 
consoles in the lobby, These con- 
soles are connected to various 
machines which are running 24 
hours per day. Customers, students 
attending our technical training 
courses and Bently Nevada employ- 
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ees are encouraged to sit down at 
the consoles and view these 
machines using the latest versions 
of Bently Nevada Software. 


Products currently on the 
consoles are Machine Condition 
Manager™ 2000, Data Manager® 
2000, Trendmaster® 2000, and 3500 
Monitoring System Software. These 







consoles provide the opportunity 
for you to “test drive” Bently 
Nevada products. 
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